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PROJ. DIR. OF MATERIEI, 


Ref: 


A't'teched Memo frCTi 



Will you study this medical re-supply 
problem and give me your recoimnendations 


for is^rovement in cutting down re-supply 
time? 


Beputy IJroJeci Director 


22 Kay 56 
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